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E.O. 11652: NA 
TAGS: ETEL, SA 

SUBJECT: POSSIBLE AMATEUR RADIO RECIPROCAL AGREEMENT WITH 
SAG. 

REF: (A) JIDDA A-226, FEB. 16, 1965; (B) STATE CA-8819, 

FEB. 26. 1965; (C) JIDDA 960, MAY 30, 1965 

DEPARTMENT AND FCC WOULD APPRECIATE EMBASSY ASSESSMENT OF 
LIKELIHOOD OF NEGOTIATING AND CONCLUDING AN AMATEUR RADIO 
OPERATORS RECIPROCAL AGREEMENT WITH SAG. DEPARTMENT FILES 
REVEAL THAT EMBASSY WAS GIVEN AUTHORITY TO NEGOTIATE AND 
CONCLUDE SUCH AN AGREEMENT IN FEBRUARY 1965. LAST ENTRY 
IN FILE IS REF (C) STATING THAT EMBASSY HAD PROPOSED 
MATTER TO ACTING DEPUTY FOREIGN MINISTER MOHAMMAD MASUD ON 
MAY 30, 1965. DEPARTMENT WILL PROVIDE DRAFT TEXTS OF 
AGREEMENT IF EMBASSY CONSIDERS THIS FAVORABLE TIME TO 
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ATTEMPT NEGOTIATIONS. PLEASE ADVISE. 
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